MELCHIOR, ARMSTRONG, DESSAU CO. h£lco ELECTRIC REFRIGERATION SUPPLIES 


12-Point Box Wrenches 



Hot forged from the finest S.A.E. 6140 chrome vanadium steel with 
15 degree offset heads. Electrically heat treated, they are more 
than strong enough to twist off the bolt they fit. Finished in 
heavy cadmium plate with bright polished heads and satin finished 
handles. 


Cat. No. 

Length 

Openings 

Net Price 

3750 

4%" 

%'' & A" 

$0.30 

3751 

5y 4 " 

W & A" 

.35 

3752 

5y 2 " 

%"&M" 

.45 

3753 

5%" 

%" & U" 

.40 

3754 

7%" 


.35 

3755 

8%" 

Vz" & A" 

.35 

3756 

9y 2 " 

%" & ft" 

.40 

3757 

ioy 2 " 

%"&H" 

.45 

3758 

ny 2 " 

ft" & 7 /s" 

.50 

3759 

i2y 2 " 

fF&i" 

.50 


Set containing one each Cat. No. 3750, 3751 and 3753 Box Wrenches 


described above. 

Cat. No. 3760 Net Price $1.05 

Set containing one each Cat. No. 3754, 3755, 3756, 3757, 3758 and 
3759 Box Wrenches described above. 

Cat. No. 3761 Net Price $2.50 


Open End Wrenches—Cont’d. 


Cat. No. 

Length 

Openings 

Net Price 

3774-B 

6y 2 " 

M"&fi" 

$0.35 

3774-C 

7y 2 " 

%"&$r 

.45 

3774-D 

7y 2 " 

%" & %" 

.45 

3774-E 

9" 

%"&ft" 

.50 

3774-F 

9" 

%" & %" 

.50 

3774-G 

9" 

M" & %" 

.50 

3774-H 

ioy 2 " 

ft" & 1" 

.60 


Set packed in tight metal clip containing one each Cat. No. 3770, 
3771, 3773, 3774-B and 3774-D Open End Wrenches described 
above. 


Cat. No. 3774-1 Net Price $1.60 

Set packed in tight metal clip containing one each Cat. No. 3770, 
3771, 3773, 3774-B, 3774-D, 3774-E, 3774-G and 3774-H Open End 
Wrenches described above. 

Cat. No. 3774-J Net Price $3.15 



Open End 
Wrench Set 

This set consists of four extra thin 
double end forged chrome vana¬ 
dium steel open end wrenches 
electrically heat treated and cad¬ 
mium plated in metal clip. Each 
wrench has a straight head on 
one end and a 15 degree head on 
the other. 

All sizes are 8" long. 


Openings 

Straight Head 15 Deg. Head Straight Head 
re" U" %" 

y 2 " A" %" 

Cat. No. 3774-K 


15 Deg. Head 

fi" 

%" 

Net Price $1.25 



Open End 
Wrenches 


Manufactured from S.A.E. 6140 chrome vanadium steel providing 
exceptional strength. Have highly polished thin pear-shaped heads, 
with deep broached openings accurate to within a few thousandths 
of an inch. Chrome plated to a high permanent lustre. 


Special 
Open End 


Cat. No. 

Length 

Openings 

Net Price 

Wrench 



3770 

3" 

%"&A" 

$0.25 

The open end permits slipping the wrench over 

the tube to easily 

3769 

4" 

■h" & %" 

.30 

grip the refrigeration 

nut. Made from forged chrome vanadium 

3771 

4" 

%" & A" 

.30 

steel electrically heat treated. Chrome plated with highly polished 

3771-A 

W 

%" & x k" 

.30 

heads. 



3772 

5 y 2 " 

A” & Vz" 

.30 

Cat. No. 

Fits Forged Nuts 

Net Price 

3773 

5y 2 " 

y 2 " & A" 

.30 

3777-A 

^4" & A" 

$0.72 

3773-A 

5y 2 " 

y 2 " & w 

.35 

3777-B 

%" 

.72 

3774 

6y 2 " 

A" & %" 

.35 

3777-C 

A" & y 2 " 

.72 

3774-A 

6y 2 " 

A"&M" 

.35 

3777-D 

%" 

.72 


[ 55 ] 







































